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SECURITY INFORMATION 


Comptroller 

Thru i Chief* Finance Division 
Chief* Monetary Branch 


CONFIDENTIAL 


13 July 1953 


Cash Balances at all Field Station# - 1 July 1953 

Attached i» the monthly report of cash balance# at Field Stations 
a# of 1 July 1993, Sufficient copie# are included for distribution to 
DD/A and D D/P (Admin). 



Distribution; 

Comptroller (4) 
Chief FD (1) 

Monetary (3) 
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